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This uniquely comprehensive manual is a clear, easy-to-read handbook that provides specific guidelines for virtually every aspect of 
early childhood administration. Contents include: sample criteria, procedures for program development, schedules, applications, and 
evaluation forms. An invaluable tool for every child care facility manager. - See more at: 
https://www.gryphonhouse.eom/books/details/the-practical-guide-to-quality-child-care#sthash.ULInNqlO.dpuf 




